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उत्तराखण्ड शासन 


A Positive Today: I66 XJ Recovered Today: I80 

4X Death Today: 00 X) Active Cases: 886 

SY Sample Positivity today: 5.76% R% Recovery Percentage: 95.22% 
I. Total cumulative Positive COVID-]9 detected since 0.0.2022;: 02425 
2. Total Number (%) of COVID-]9 Patients Treated/ Cured since 0.02.2022;: 97526 (95.22%) 
3. Total Number (%) of COVID-]9 patients migrated out of state since 0].0].2022: 3696 (३3.6I%) 
4. Total Number (%) of COVID-I9 Deaths since 0I.0.2022: 3I7 (0.3I%) 
5. Number of samples found negative for COVID-]9 today: 275 
6. Total number of samples sent for COVID-]9 testing today: 2588 
7. Total number of cumulative samples found negative since 0I.0.2022: 476843 


कोविड संक्रमण में तेजी न आये ...अवः बियमों का प्रालन करते हुये 
सर्वक और यावधान रहे.......................व अपना जसरी टीकाकरण करवायें 


कोविइ।9 के विरुद्ध इस लडाई में 
अबा3 जनवरी 2022; से ॥७से 8) वर्ष आयु के बच्चों! 
के लिये। Covaxin का/टीकाकाण। किया। ari रहा है... 
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Detailed Status of Sample Tested 


ti Negative V. Positive 
Negative ti Positive s 
p t Cumulative : t Cumulative 
in last 24 : in last 24 R 
hours EX hours p 
0.0.2022 0.0.2022 


Champawat 
Dehradun 


प DIE poss | 505 
Total 2588 275. | 476843 I02425 | 578966 


Details of Districts having Positive COYID-I9 Cases 


Almora 4828 4368 4 
Bageshwar 254 205 i [o SS ]02 
Chamoli 333] 388 ]6 3 ]24 
Champawat ]979 ]948 4 2 25 
Dehradun 38304 37277 384 203 440 
Haridwar ]3965 ]3633 | 6 | 29 243 
Nainital ]2909 ]2549 274 3l 55 
Pauri Garhwal 5558 4492 20 20 ]026 
Pithoragarh 2687 2498 33 4 ]52 
Rudraprayag 2988 2828 2] 2 ]37 
Tehri Garhwal 2593 202. | 6 | 7 448 
U.S. Nagar 9249 8885 25 | 6 | 333 
Uttarkashi ]880 I677 II | 6 | I86 
Total 02425 97526 886 3॥7 3696 
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आज्ञादी का 


“नग सुरक्षा कवच 


]2 से8 वर्ष आयु वर्ग के 
लाभार्थियों को 
पहली व दूसरी डोज वथा 
I8 वर्ष से ऊपर आयु वर्ग के 
सभी व्यक्तियों को 
नि:शुल्क बूस्टर डोज 


चिकित्सा|/ स्वास्थ्य एवं परिवार कल्याण 
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COVID-I9 Vaccination 


23r4 August 2022 


ॐ Sessions Held Today: 933 
* Number of Beneficiaries Vaccinated Today: 27580 
ॐ Total Number of Beneficiaries Partially Vaccinated: 9093460 
* Total Number of Beneficiaries Fully Vaccinated: 8653069 
ॐ Total Number of Beneficiaries Given Precaution Dose: I63056 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker ped 
Cumulative 
- , 2-4 2-4 ॥36 ॥5-7 s n s " Precaution ist 
giis ve Yrs | veas ist | years e 28 | Doss un oks m FUE Beto aros 
ien ani Dese Am Dose Coverage | Coverage | Coverage | Coverage | Coverage | Coverage TR end Dose 
Dose Dose Coverage | Coverage Dose 
| Almora | 20484 ॥453] 2943 2428 384645 3590]9 6024 6035 9960 9768 75786 I3 I075 
Bageshwar ]0436 8546 ]450 ॥3289 ]86442 73294 25I5 2522 2323 2403 48297 46 ]65 
Chamoli 5242 ]467 I9750 ]9408 275392 272607 3988 4024 6494 664] 835]5 38 I290 
Champawat I0959 8928 ]3538 ]3]55 85372 75]62 2257 2323 7592 7579 393]8 ]30 29] 
Dehradun 770434 487]2 03893 83002 58386] | ॥495220 37250 36749 30675 3350 3635 I085 5076 
| Haridwar | 7424] 384]8 83906 54068 ]523440 | 47677 I7795 I7665 48487 48496 284505 483 665 
| Nainital | 4284] 28259 53577 42536 760292 742887 ]496 ]404 2020 20248 ]54220 ]69 285 
| Pauri | 22774 I7803 32744 3088 45642] 439705 792/] 77949 708 7207 ]3336 59 I209 
Pithoragarh ]6493 2572 23804 2099 328525 320464 4097 4]]5 8325 8420 53840 I46 862 
Rudraprayag 8922 6806 2630 ]62 I74735 ]6]99 2466 2457 2692 274 42478 22 429 
Tehri 23586 22026 3356 30687 40237 37]400 6254 63]9 4932 5056 I27]] I22 ]992 
| US Nagar | Nagar 62728 53864 93663 9023 3625 | 395468 2507 2635 348]] 34094 I9I068 ]32 287 
| Uttarkashi | i 3542 0487 83l9 6827 237420 228449 3463 3489 5004 5]5 69767 74 405 


Total 


392682 | 285569 | 530743 | 45562 | 7860773 | 760655 | 20739 | 20296 | 88523 | 8909l | 63056 | 269 | 2496 


